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WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


BIONAC 


REGISTERED TRADEMARK - OEPM (Spain) 


210 Serial number 


220 = Application date 


M3535455 November 14, 2014 

111 Registration number 151 Registration date 
M3535455 March 17, 2015 

551 Kind of mark 

Individual 

550 Type of mark 

Combined 

511 Nice classification - NCL 

44 


540 Reproduction of the mark 


 bionac 


Reproduction of the mark where the mark is represented in standard characters 


s NAC 


NAMES AND ADDRESSES 


730 NAME AND ADDRESS OF THE APPLICANT OR THE HOLDER 


740 NAME AND ADDRESS OF THE REPRESENTATIVE 


Name Name 
BIONAC LABORATORIO, S.L. Javier Ungría 
Kind Kind 
Legal entity Natural person 
Address Address 
AVDA. CRUZ ROJA, 1 SEVILLA 41009 Av. Ramon y Cajal, 78 Madrid 28043 
Spain —_ Spain — 
CLASSIFICATION 


511 THE INTERNATIONAL CLASSIFICATION OF GOODS AND SERVICES FOR THE PURPOSES OF THE REGISTRATION OF MARKS (NICE 


CLASSIFICATION) AND/OR LIST OF GOODS AND/OR SERVICES CLASSIFIED ACCORDING THERETO 


44 


servicios medicos, servicios de analisis medicos, servicios de clinicas. servicios de preparacion de informes medicos 


531 INTERNATIONAL CLASSIFICATION OF THE FIGURATIVE ELEMENTS OF MARKS (VIENNA CLASSIFICATION)- VCL 


27.05.08 
Letters linked to a figurative element 


= WIPO 
= 


WIPO 


WORLD 
INTELLECTUAL PROPERTY 
ORGANIZATION 


IP OFFICE - OEPM (Spain) 


OEPM 


Official status 
Registered 

Status date 
March 30, 2015 

Country of filing 
Spain 


Disclaimer: Global Brand Database does not ensure the correctness nor the completeness of the information. 


FURTHER INFORMATION 


270 Application language 
es 


2/2 


